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Excelsior Tool Chest. 

R. Bliss Mfg. Co., Pawtucket, R. I., are calling the atten- 
tion of the Hardware trade to their superior line of Tool 
Chests. One of the most complete of their popular line of 
medium priced tool chests we give an illustration of here- 
with. These Tool Chests have been greatly improved, and 
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EXCELSIOR TOOL CHEST. 


are made of selected chestnut stock, having heavy black wal- 
nut moldings, are each provided with a large tray and fitted 
with lock and key and bronze handles. They are put up for 
the trade in six sizes, running from 14 to 25 inches long, 
61% to 12% inches wide, and 5 to 9 inches deep. The several 
sizes contain 20, 25, 34, 46, 61 and 72 tools, the one in the 
illustration containing 61 tools. All sizes given above are 
inside measure. Those of the trade desiring to handle a 
better grade of tool chests than is usually furnished for the 
ordinary run of holiday trade, will find the above line fill 
about all the possible requirements of a medium priced tool 
chest. 


